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Chassis No. SCC-K49A-A 


CORRECTION-1 


File this supplement with the service manual. 


SUBJECT : CORRECTION OF REPAIR PART 


—_. Indicates corrected portion 
SECTION 7 ELECTRICAL PARTS LIST (See page 76) 


REF.NO. PART NO. DESCRIPTION REMARK REF.NO. PARTNO. DESCRIPTION REMARK 





Q6400 8-729-927-09 TRANSISTOR _ IRFI9630 Q6400 $-729-035-89 TRANSISTOR 25/449 
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